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TAGS: ASEC 

SUBJECT: PNEUMATIC TUBE SYSTEM 

BRUSSELS. COPENHAGEN FOR RSO 

REF: BRUSSELS 4403 

SY, AT DEPT LEVEL, HAS NEITHER EXAMINED NOR APPROVED ANY 
PNEUMATIC TUBE INSTALLATIONS. INCLUDING ANY SYSTEM AT 
COPENHAGEN. SUCH SYSTEMS PRESENT DEFINITE SECURITY 
HAZARDS WHICH MUST BE NEGATED PRIOR TO INSTALLATION. IF 
POST DESIRES PNEUMATIC SYSTEM, RSO SHOULD SURVEY THE PRO- 
POSED INSTALLATION TO NULLIFY ANY MECHANICAL OR HUMAN ERROR 
FACTORS WHICH MAY CAUSE COMPROMISE OF CLASSIFIED INFORMA- 
TION. SIGNFICANT ITEMS WOULD BE CONTINUITY OF DISTRIBUTION 
FROM POINT TO POINT. PHYSICAL SECURITY OF CONDUITS. LOCA- 
TION OF TERMINAL POINTS AND PERSONNEL ACCESS TO TERMINALS. 
ONCE RSO DETERMINES ADEQUACY OF SYSTEM, FROM PHYSICAL 
SECURITY VIEWPOINT, POST MAY INITIATE REQUEST. INGERSOLL 
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